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STATE ELECTION 

ARLINGTON, MA 

Summary For Jurisdiction Wide, All Counters, All Races 




Tuesday, November 8, 2016 




Unofficial Results 



Registered Voters 32291 - Cards Cast 26796 82.98% 


Num. Report Precinct 21 - Num. Reporting 21 

100.00% 

PRESIDENT/VICE PRESIDENT 

Total 




REP in GEN CT 24th Middle 

Total 


Number of Precincts 

21 




Number of Precincts 

5 


Precincts Reporting 

Times Counted 

21 

26796/32291 

100.0 % 
83.0 % 



Precincts Reporting 

Times Counted 

5 

6826/8011 

100.0 % 
85.2 % 

Total Votes 

26500 




Total Votes 

5161 


CLINTON KAINE 

20159 

76.07% 



DAVID M ROGERS 

5104 

98.90% 

JOHNSON _WELD 

727 

2.74% 



Write-in Votes 

57 

1.10% 

STEIN BARAKA 

447 

1.69% 









TRUMP PENCE 

Write-in Votes 

4625 

542 

17.45% 

2.05% 



SHERIFF 

Total 






Number of Precincts 

21 






REP in CONGRESS 





Precincts Reporting 

21 

100.0 % 


Total 




Times Counted 

26796/32291 

83.0 % 

Number of Precincts 

21 




Total Votes 

20605 


Precincts Reporting 

21 

100.0 % 



PETER J KOUTOUJIAN 

20402 

99.01% 

Times Counted 

26796/32291 

83.0 % 



Write-in Votes 

203 

0.99% 

Total Votes 

21484 











KATHERINE M CLARK 

Write-in Votes 

21179 

305 

98.58% 

1.42% 



QUESTION 1 

Total 






Number of Precincts 

21 






COUNCILLOR 





Precincts Reporting 

21 

100.0 % 


Total 




Times Counted 

26796/32291 

83.0 % 

Number of Precincts 

21 




Total Votes 

25712 


Precincts Reporting 

21 

100.0 % 



YES 

6036 

23.48% 

Times Counted 

26796/32291 

83.0 % 



NO 

19676 

76.52% 

Total Votes 

20018 











M.M. PETITTO DEVANEY 
Write-in Votes 

19746 

272 

98.64% 

1.36% 



QUESTION 2 

Total 






Number of Precincts 

21 






SEN in GENERAL COURT 





Precincts Reporting 

21 

100.0 % 


Total 




Times Counted 

26796/32291 

83.0 % 

Number of Precincts 

21 




Total Votes 

26122 


Precincts Reporting 

21 

100.0 % 



YES 

8112 

31.05% 

Times Counted 

26796/32291 

83.0 % 



NO 

18010 

68.95% 

Total Votes 

21142 











KENNETH J DONNELLY 
Write-in Votes 

20926 

216 

98.98% 

1.02% 




Total 






Number of Precincts 

21 











Precincts Reporting 

21 



Total 




Times Counted 

26796/32291 


Number of Precincts 

16 




Total Votes 

26133 


Precincts Reporting 

16 

100.0 % 



YES 

21218 

81.19% 

Times Counted 

19970/24280 

82.2 % 



NO 

4915 

18.81% 


6062 98.93 

174 1.07 
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QUESTION 4 

Total 



Number of Precincts 

21 



Precincts Reporting 

21 

100.0 

% 

Times Counted 

26796/32291 

83.0 

% 

Total Votes 

26294 




YES 14976 56.96% 

NO 11318 43.04% 







